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FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 5377 
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Message Text 


E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, JA 

SUBJECT: FDA ADVISORY-MALFUNCTIONING DIANOGISTIC MEDICAL DEVICE 
(RECALL R-004-8) 

REF: STATE 020584 


JAPANESE CONSIGNEE OF THE MEDICAL DEVICE MENTIONED IN REFTEL 
IS DR. M. IIO OF THE TOKYO METROPOLITAN GERIATRICS HOSPITAL 
AT 35-2, SAKAE-CHO, ITABASHI-KU, TOKYO. HE IS NOT REPEAT 
NOT WITH JIKEI UNIVERSITY AS MENTIONED IN REFTEL. DR. IIO HAS 
RECEIVED INSTRUCTIONS FROM SEAIE RADIOGRAPHICS AND CONFIRMED 
THAT THE MACHINE HAD BEEN MODIFIED AND NEW OPERATING MANUALS 
SUPPLIED. 
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